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What better proof 

of 

Philip Morris superiority:— 


E VEN more conclusive than the obvious 
improvement in patients’ conditions* on 
changing to Philip Morris cigarettes is this: 

0.\ CHANGING BACK TO 
OTHER CIGARETTES, 
CONGESTION RETURNED 
IN OOo/o OF THE CASES.** 



Philip Morris 

PHILIP MORRIS & CO., LTI)., INC. 

119 FIFTH A YEN IK, NEW YOKE. NY. 


* Irritation of the nose and throat due to smoking. 
*'* f.nrxngoscopr. Felt. I93 ~uJ of. XI.V, \0. 2.1 < 9 -/ 54 . 
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